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The publisher regrets that there was an error in Table 1. Two columns were headed /?-gal/human 
Coronavirus-N. The column on the right should have been headed /i-gal/human Coronavirus-S. The 
correct table should be as follows: 


Table 1 

Serological results of immunofluorescence and Western blot analysis in 51 paediatric serum samples 


Group 

IF 

Western blot 

/J-gal/human 
coronavirus-N 

P -gal/human 
coronavirus-S 

n (%) 

1 

— 

— 

- 

23 (45.1) 

11 

- 

- 

+ 

11 (21.5) 

III 

- 

+ 

- 

6 (11.8) 

IV 

- 

+ 

+ 

3 (5.9) 

V 

Total 

+ 

51 (100) 

+ 

+ 

8 (15.7) 
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